Dynamic Labs 



Dynamic Labs is the fastest growing manufacturer and wholesale distributor in the 
optometric industry. We would like to be your one stop supplier for all of your optical 
supply needs. 

We are the manufacturer of SecurEdge^M, Big Red^M and Ultra Blue™ & ultra White^M 
Blocking pads. Our line of lab supplies is constantly evolving to meet the needs of an ever- 
changing optical market. 

Our line of dispensing supplies includes Purity Lens Cleaners^^ and cloths. We 
manufacture the HD Silicone Nosepads™, the longest lasting nosepads available and the 
most resistant to the facial oils that cause pad discoloration. We carry everything from 
screws through cases for your optical dispensary. 



Let us be your one stop source for all your optical needs. 



We offer a 100% NO RISK GUARANTEE. This means that you have a full 30 days to 
try our products. If you are not completely satisfied you can return the product for a full 
refund or exchange. 



Purity Combo Kit - NEW! 



Microfiber cloth, a 4 oz. bottle of Purity 
Lens Cleaner and a 1 oz. bottle of Purity 
Lens Cleaner in a microfiber pouch. 



Minimum purchase: 500. Sold in 

increments of 100 

500 or more at $2. 99 /kit 

1 000 or more at $2. 79/kit 

2000 or more at$2.59/kit 



<^Buy 1 000 for $2. 79 each and save 7% 
*>Buy 2000 for $2.59 each 
and save 14% 




Teardrop HD Silicone Snap - 50 

Pair Package 




Available in 4 sizes: 13mm, 15mm, 1 7mm 

and 19mm 

50 pair per package. 

Also available in 25 pair and 100 pair 
packages. 

See 100 pair packages for larger quantity 
discounts. 

The Longest Lasting Nosepad Available! 

Availability: In stock 
$34.50 
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Lab Cloths 





Package of 3 Black 12"xl5" cloths. 



Buy 10 for $11.95 each and save 15% 
Buy 25 for $8.95 each and save 36% 



Availability: In stock 
$13.95 
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For more information please visit 



h ttp :// www, dvn a m id a hs.net 




